187, Small moisture-proof opal glass fitting
for 40-watt or 60-watt lamp, which is easy
to keep clean and suitable for bathroom
and over-sink position in the kitchen.

189. Bedla'mpsofthisnature can be very satis-
factory if the shade is comparatively opaque
and thoroughly screens the lamp. The switch
should be within easy reach of the bed.

r88. This bedlamp is fitted with aswivellingshade,
which can distribute the light in. one or two
directions as required and is thus suitable for
use between twin beds.

190. A portable local light of this type may give
rise to reflected glare. It should be used with
care, and only as a supplement to general
lighting.

